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and Materials Exhibition, 381; New Developments in 
Flame Photography, 908 
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Hammer, Geo. M., & Co., Ltd.: Exhibits at Laboratory 
Apparatus and Materials Exhibition, 385 

Harrison Memorial Prize 1959, 18 
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Laboratory Device for the Dilution of Viscous Liquids, A, 
by C. J. Lloyd, 35 

Laboratory Equipment and Appliances: 52 
315, 418, 495, 570, 649, 730, 830, 906 

Laboratory Equipment (London) Ltd.: Exhibits at Labora- 
tory Apparatus and Materials Exhibition, 388 
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graphic Desalting Apparatus (Baird & Tatlock (London) 
Ltd.). 183; No. 42, Electrophoretic Densitometer (Baird 
& Tatlock (London) Ltd.), 287; No. 43, The Tinsley 
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Laboratory Furnaces (Shandon Scientific Co., Ltd.), 177 
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Laboratory Apparatus and Materials Exhibition, 389 

Laboratory Grinding Mill, A New (Manufacturers: Alfred 
Fritsch; Sole Agents: V. A. Howe & Co. Ltd.), 730 

Laboratory Handbook of Blood Transfusion Techniques, A, 
by A. Derek Farr, 291 

Laboratory Handbook of Toxic Agents, edited by C. G. 
Gray, 292 

Laboratory Notebook: Award to Mr. C. G. Andrews, 112: 
New World Standard of Length, 112; Radiological 
Hazards to Patients, 416; Redetermination of the Half 
Life of Carbon 14, 416; Sharing Scientific Research, 416; 
Strip-pack for Hypodermic Needles, 112; Woollen and 
Worsted Research, 416 

Lazy Susan for Corner Storage, by R. S. Young, 896 

Light, L., & Co., Ltd.: Maps and Metabolism, Booklet on. 
500; Metabolic Pathways, 422 

Lintronic Ltd.: Exhibits at Physical Society Exhibition, 44 

Lionmount & Co., Ltd.: Decade Resistance Box. 650 

Logarithmic Electronic Recorder (Honeywell! Controls Ltd.), 
420 

Loughborough Glass Co., Ltd.: Conductivity Meters, 
Leaflet on, 318; Exhibits at Laboratory Apparatus and 
Materials Exhibition, 389; Multifix multipurpose motor 
and attachments, 830; Review, Monthly Bulletin, 500, 574 
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McFadzean Laboratory, The (British Insulated Callender’s 
Cables Lid.), 493 

Magnetochemistry, by A. 
157; Part Il, 294 

Malvern Engineering Co., Ltd.: Exhibits at 
Apparatus and Materials Exhibition, 390 

Marconi Instruments Ltd.: Exhibits at Physical Society 
Exhibition, 44 

Marconi Instrumentation, 250, 500, 652 

Markes, W., & Co., Ltd.: Exhibits at Laboratory Apparatus 
and Materials Exhibition, 390; Laboratory Equipment, 
Broadsheet on, 179 

Marshal! of Cambridge Electronics Ltd.: 
Physical Society Exhibition, 44 

May & Baker Ltd.: Appointment of Mr. F. G. Paddle, 574: 
Exhibits at Laboratory Apparatus and Materials Exhibi- 
tion, 390; Laboratory Bulletin, 500; Materials for Gas 
Chromatography, 912 

Measurement of Double Refraction in Liquids Produced 
by Ultrasonic Radiation, by N. C. Hilyard, 778 

Medcalf Brothers: Hy-Flow Pumps, 908 
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Meldola Medal Award, 1960. 473 

Merck pH Box (Anderman & Co., Ltd.), 650 
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Metals Research Ltd.: Exhibits at Physical Society Exhibi- 
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Methods for the Evaluation of the Anti-bacterial Activity 
of Surface Active Compounds: Technical Aspects of the 
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Miles, Prof. A. A., Congratulations to, 288 
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tion, 45 
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Modified Manometers or 
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Modified Penicillins, by E. B. Chain, 238 

Monitor for Laboratory and Field Work (Airmec Ltd.), 418 

Morgan Crucible Co., Ltd.: Exhibits at Physical Society 
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tion, 45 
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borough Glass Co., Ltd., 830 
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N.G.N. Electrical Ltd.: Exhibits at Physical Society Exhibi- 
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Nash & Thompson 
Analyzer, 571 

National Engineering Laboratory: Annual Report, 1960, 815 

National Physical Laboratory: New Deputy Director for. 
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National Research Development Corporation 
Laboratory Apparatus and Materials Exhibition, 
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Natural Gas and Methane Sources, by James Lawrie, 492 
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Catalogue of, 574 
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tronics Ltd.), 315 
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Exhibition, 45 
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at Physical Society Exhibition, 45 
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Oertling, L., Ltd.: Exhibits at Laboratory Apparatus and 
Materials Exhibition, 391; Exhibits at Physical Society 
Exhibition, 45 

Optical-Mechanical (Instruments) Ltd.: Optical Viewing 
Panel, 906 

Optical Viewing Panel, (Optical-Mechanical (Instruments) 
Ltd.), 906 

Organometallic Chemistry, edited by H. Zeiss, 489 

Oscillating Disc Viscometer, The, by R. Roscoe, 813 

Oszillographische Polarographie mit Wechselstrom, by 
J. Heyrovsky and R. Kalvoda, 569 

Ottway, W., & Co., Ltd.: Exhibits at Physical Society 
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Oxo Ltd.: Exhibits at Laboratory Apparatus and Materials 
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Packaged Air Conditioners for Specialized Uses (Carlyle Air 
Conditioning and Refrigeration Ltd.), 177 

Pall Corporation (Micro Metallic Division): Laboratory 
Filters, 177 

Panax Equipment Ltd.: Exhibits at Physical Society Exhibi- 
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Paper Electrophoresis: A Review of Methods and Results, 
by L. P. Ribiero, E. Mitidieri and O. R. Affonso, 724 
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pH Measurement and Titration, by G. Mattock, with a 
chapter by D. Ross Taylor, 904 

Photobiology Group: Meeting and Programme, 629 

Picard, Henri, and Frere Ltd.: Laboratory Equipment and 
Precision Tools, Leaflet on, 116 

Pilkington Brothers Ltd.: New Lathom Laboratories, 498 
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Practical Nucleonics, by F. J. Pearson, 409 
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Ltd), 649 
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Radley Research Institute, 422 

Radyne Ltd. : Change of Name from Radio Heaters Ltd 

Randall, James H., & Son Ltd.: Storage Unit, 497 

Rare Metals Handbook, ed. by Clifford A. Hempel, 902 
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Redetermination of the National Carbon-14 Standard, 647 
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Rutherford Memorial Appointment, 36 
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Rubber and Plastics Research Association of Great Britain, 
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‘S’ Micro Pump (The Distillers Co., Ltd.), 246 

Sampler for Enumeration of Air-borne Micro-organisms, A, 
by G. Grosclaude and J. Hermier, 889 

Sanders (Electronics) Ltd., W. H.: Flexible Waveguides, 912 

Sandoz Products Ltd.: Warerite in Laboratories, 498 
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Science Data, by J. Newton Friend, 111 

Scientific Furnishings Ltd.: Digital Readout Differential 
Refractometer, 246; Process Differential Refractometer, 
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Scientific Supplies Co., Ltd.: Exhibits at 
Apparatus and Materials Exhibition, 394 

Scientific News, 574 

Section Cutting in Microscopy, by H. F. Steedman, 291 

Sectional Hot Rooms (Charles Hearson & Co., Ltd.), 245 

Securabrand Pipette Filler, The (Anderman & Co., Ltd.), 652 

Separation and Identification of Food Colours permitted by 
the Colouring Matters in Food Regulations 1957, 490 

XVIUIth International Congress of Pure and Applied Chemistr) 
Munich 1959, Vol. I, Inorganic Chemistry, 489 

Sewage Treatment, Basic Principles and Trends, by R. L 
Bolton and L. Klein, 568 

Shackman, D., & Sons: Exhibits at Physical Society Exhibi- 
tion, 47 

Shandon Scientific Co., Ltd.: Electrophoresis Apparatus, 
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Balance, 649 
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Rotational Viscometer, 52 

Sigrist Photometer (Southern Analytica! Ltd.), 496 

Silverson Machines (Sales) Ltd.: Exhibits at Laboratory, 
Apparatus and Materials Exhibition, 394 

Simmonds, L. E., Ltd.: Vacuum Tweezer system, 906 

Simple Apparatus for Investigating the Anticonvulsant 
activity of Some Drugs, A, by R. T. Brittain, 34 


Simple Pipette for the Transfer of Smal! Quantities of 


Mercury, A, by D. C. Cornish, 486 
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Exhibition, 47 
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497 
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Society for Applied Bacteriology: Annual! Meeting, 606 
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R. Holmes and W. Tempest, 774 
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Spectrophotometer Power Supply Unit (Labgear Ltd.), 315 

Spot Tests in Organic Analysis, by Fritz Feig|, 410 

Springham, G., & Co., Ltd.: Exhibits at Laboratory 
Apparatus and Materials Exhibition, 394 

Staining Procedures used by the Biological Stain 
mission, 614 

Standard Telecommunication Laboratories, 176 

Standard Telephones & Cables Ltd.: Exhibits at Physical 
Society Exhibition, 48 

Stanton Instruments Ltd.: Exhibits at Laboratory Apparatus 
and Materials Exhibition, 395; Orders from France, 654 

Static Measurement of Yield Stress, The, by G. Boardman 
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Stereozoom Microscopes (Bausch & Lomb Optical Co.., 
Ltd.), 418 

Sterilization in 
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Food Technology, by C. Olin Ball and 


F. C. W. Olson, 293 

Stop-action Control of Delivery from Burettes, by M. A 
Fill and E. H. Wren, 102 
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Incinerator, 315 
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Surface Heating Development (The M.E.I. Co., 

Surface Microtopography, by S. Tolansky, 110 
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Exhibits at Laboratory Apparatus and Materials Exhibi- 
tion, 395; New Digestor Unit, 496; Technicon Auto- 
Analyzer, The, 52 

Technique for Breeding the Laboratory 
aegypti L., by A. Kirkwood, 289 

Technique of Photomicrography, The, by Douglas fF 
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Apparatus and Materials Exhibition, 395 
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Testing Equipment Sales Co.: Thermal Analyzer, 418 

Thermal! Analyzer (Testing Equipment Sales Co.), 418 

Thermal Syndicate Ltd.: Appointment of Mr. John (€ 
Pipkin, 115; Exhibits at Laboratory Apparatus and 
Materials Exhibition, 396; Exhibits at Physical Society 
Exhibition, 48 

Thermogravimetric Analysis, by G. M. Lukaszewski and 
J. P. Redfern, Part 1, 469; Part Il, 552; Part Ill, 630: 
Part IV, 721 

Thermometer 
Ltd.), 651 

Thin-layer Chromatography (Camlab (Glass) Ltd.), 247 

Tin Research Institute Annual! Report, 1960, 248 

Tinsley, H. & Co., Ltd.: Exhibits at Physical Society 
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Tinsley Pen-recording Polarograph Mark 19, Test Report 
on (Evershed & Vignoles Ltd.), 537 

Tinsley Polarograph, The (Evershed & Vignoles Ltd.), 114 
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tion, 49 

Tools of Biological Research (Second Series), 
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Top-Pan Precision Balance, New (Shandon Scientific Co., 
Ltd.), 649 

Towers, J. W., & Co., Ltd.: Exhibits at Physical Society 
Exhibition, 43 

Townson & Mercer Ltd.: Exhibits at Laboratory Apparatus 
and Materials Exhibition, 396; Exhibits at Physical 
Society Exhibition, 49 

Tropical Products Institute, Open Days, 770 

20th Century Electronics Ltd.: Exhibits at Physical Society 
Exhibition, 49; Neutron Generator Type NGH 150, 315 

Two Electrically-operated Titramt Valves, by John T. Stock 
and M. A. Fill, 302 
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Ultragraph Recorder (Smiths Industrial Division), 495 

Ultrasonics Ltd.: New Board Appointments, 178 

Ultra Low-Conductivity Water, 645 

Ultrasonoscope Co. (London) Ltd.: Exhibits at Physical 
Society Exhibition, 49 

Ultrasonoscopes and Accessories, Catalogue of, 116 

Unicam Instruments Ltd.: Exhibits at Physical Society 
Exhibition, 49 

United Kingdom Atomic Energy Authority: Exhibits at 
Physical Society Exhibition, 49; Nuclear Energy Industry 
of the United Kingdom, Booklet on, 574; Research and 
Development Film, 53 

Use of Syringes and Modified Pipettes for Determining 
Viable Counts of Bacteria by the Drop-Plate Method, 
The, by V. B. D. Skerman 401 

U.S.S.R. Academy of Sciences, New President for, 539 
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Vacuum Manometer (N.G.N. Electrical Ltd.), 247 

Vacuum Tweezer System (Sole Concessionaires in U.K 
L. E. Simmonds, Ltd.), 906 
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‘Varicoil’ Magnetometer, The (Griffin & George Ltd.), 651 
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Viscoelasticity: Phenomenological Aspects, edited by J. T 
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Viscometers, Brochure on, (Poulten, Selfe & Lee Ltd.), 912 
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Wray (Optical Works) Ltd.: Association with Hilger & 
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